Subject: 


Carpujet demo 


Location: 

drug lab 

Start: 

9/21/2011 12:00 PM 

End: 

9/21/2011 12:30 PM 

Show Time As: 

Tentative 

Recurrence: 

(none) 

Meeting Status: 

Not yet responded 

Organizer: 

Nassif, Julianne (DPH) 


Required Attendees: Piro, Peter (DPH); Salemi, Charles (DPH); O'Brien, Elisabeth (DPH); Clemmer, 
Jill (DPH) 

Resources: drug lab 

When: Wednesday, September 21, 2011 12:00 PM-12:30 PM (GMT-05:00) Eastern Time (US & 
Canada). 

Where: drug lab 

Note: The GMT offset above does not reflect daylight saving time adjustments. 

*^*^*^*^*^*^*^*^*^* 

Hi Dr. Sophia Dyer & Kevin Shea, Boston EMS will come here at 1 PM today to demo carpujets. 
Please let me ASAP if you cannot make it. 

Thanks, Julie 
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